10th Floor 
Hepburn Block, Queen’s Park 
Toronto, Ontario M7A 1R3 


Telephone: (416) 965-3435 


JUL 12 1989 


Mr. David Reville, M.P.P. 
Riverdale 

N.D.P. Health Critic 
Room 348 

Legislative Building 
Queen's Park 

Toronto, Ontario 

M7A 1A2 


Dear Mr. Reville: 


Thank you for your letter concerning environmental 
hypersensitivity. 


My staff have contacted all of the Psychiatric Hospitals 
and, as a result, I can assure you that the 
psychiatrists, physicians and other professional staff 
work in these facilities are aware of this disease. 
Staff of the psychiatric hospitals can and do avail 
themselves of every opportunity to further their 
knowledge in current issues, such as environmental 


hypersensitivity, which may affect patients under their 
care. 


You may be interested to know that each patient receives 
a complete physical examination prior to admittance to a 
psychiatric facility. This is done to ensure that the 
diagnosis is of a psychiatric nature so that 
inappropriate admissions do not occur. 


Thank you for giving me the opportunity to respond to 
your concern. 


Sincerely, 


ORIGINAL SIGNED 
BY 
JAY KAUFMAN 


Jay Kaufman 
Assistant Deputy Minister 
Institutional Health 
cc: D.W. Corder 
Anna Rose Spina 
bee: Gail Waller, Psychiatric Hospitals Br. 5-6236 
ADM:IH Ref. #3788 - June 6, 1989 
W.P. Ref. #1335: cw: Kaufman - July 6, 1989 


